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BILL NO. S-70-01- ^1 


SPECIAL ORDINANCE NO. 


AN ORDINANCE approving a contract with HITZFIELD 
EXCAVATING, INC. for Sanitary Sewer to serve Fire 
Station No. 14 on Reed Road. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. The contract approved January 19, 1970, 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and HITZFIELD EXCAVATING, INC., for the 
Sewer Resolution No. 234-1969 ,■ for the construction of Sanitary 
Sewer to serve the Fire Station No. 14 on Reed Road as follows: 


SANITARY SEWER ; Beginning at an existing sanitary 
sewer manhole located 850± l.f . South and 20± l.f. 
East of the centerline intersection of Trier Road 
and Reed Road more particularly described as , 
located 20' East of the centerline of Reed Road 
between Highwood Drive and Fairlawn Pass; thence. 
South along the East right of way line of Reed 
Road a distance of 49 0± l.f. terminating at a pro- 
posed cleanout. All lying in that part of the S.W. 
hi Section 28, Township. 31 North, Range 13 East. 

Said sewer shall be 8" and 10" in diameter.. 


for a total cost of $6,685.00, all as more particularly set 
forth in said contract, which is on file in the office of the 
Board of Public Works, and is by reference incorporated herein 
and made a part hereof, is hereby in all things ratified, con- 
firmed and approved. 

SECTION 2 . This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 


/ 




/ 


Read the first time in full and on motion by 




seconded by 


6 It 


and duly adopted, read the second time by title and referred 


to the (Committee on) 




I,: 






^ram 4 .s«*©n--*©r“recomme'ndatiW) (arid j^bl'ic' Hearing to be held after due legal notice,, 

^,.,the-€oanci 1 (^amb^ Ci ty H'anT“Fott Wayne , Indiana , on 

Nfehe ^. day of ' ~ 196 ^ 


o'clock ^ 


Date : / " 3- 7 ~ 7 ^ 


Read the third time in full and on motion by 





City Clerk 




seconded by 
Passed 

AYES 

Adams 

Dunifon 

Fay 

Geake 

Nuckols 

Robinson 

Rousseau 

Steigerwald_ 

Tipton 



and duly adopted, placed on its passage. 


by the fol/lowing vote; 

NAYS 'd , 


ABSTAINED 


ABSENT 


to -wit: 










’i/-' 


Date 


- 7 ^ 





City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(Zoning Map )■( General*)-'(‘'Arme5ca:ti©n) ( Special ) (App'B@p“isis^fei&HA Ordinance (Resolution) No .-S^ 2^ 



Approved and signed by me this /J -^ day of 


19 ^ 


o'clock A .M.,E.S«T. 


^ Mayor <;j 


at the hour of <? .' 


S-70-01-21 


Bill No. 

REPORT OF THE COMMITTEE ON CITY UTILITIES 

We 5 your Committee on City Utilities to whom was referred an Ordinance 

approving a contract with HITZFIELD EXCAVATING, INC, for Sanitary Sewer to 

serve Fire Station No. IZ. on Reed Road. 


have had said Ordinance under consid,eration and beg leave to report back to the Common 



